St.  John's  Cathedral,  Milwaukee,  Wisconsin.    Its  tower  is 
a  replica  of  that  of  a  famous  cathedral  in  Toledo,  Spa 
Built  in  1847,  St.  John's  was  almost  completely  destro 
by  fire  in  1935  and  was  restored  in  1942  except  fo 
tower  which  was  rebuilt  in  1947. 
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